MBTA Project No. R17CNO6 - MBTA Quincy Bus Maintenance Facility 
Trade Subcontractor Tabulation of Bids - Early Release Package - Electrical 


Trade Type Company Address1 City State Zip Bid Price 


16001 Electrical Work Fischbach & Moore Electric 60 Tenean Street 02122 S 77,653.00 
16002 Electrical Work McDonald Electrical Corporation 72 Sharp Street 02043 S 112,000.00 


